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ACTION ARA-14 

INFO OCT-01 EB-08 ISO-OO /023 W 

022453 151208Z/21 

R 142040Z APR 78 
FM AMEMBASSY CARACAS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 1946 

UNCLAS CARACAS 3542 

PASS TO OIM ANS SIPS 


E.O. 11652: N/A 
TAGS: BEXP VE 

SUBJECT: PRODUCT OPPORTUNITY: CHLORINATION PLANT 


1 . PROJECT AME: CHLORINATION PLANT FOR COMPANIA ANONIMA DE 
ADMINISTRACION Y FOMENTO ELECTRIO (CADAFE); BID NUMBER 78-DPC-003. 

2. BRIEF DESCRIPTION: SUPPLY, TRANSPORTATION TO SITE (PUNTA 
MORON, ESTADO CARABOBO, VENEZUELA) AND ASSEMBLY OF ONE CHLORINE 
PLANT HAVING THE FOLLOWING CHARACTERISTICS: 

A) CAPABLE OF TREATING 61,000 CUBIC METERS OF SEA WATER 
PER HOUR. 

B) CAPABLE OF INJECTING 610 KILOGRAMS OF CHLORINE PER HOUR. 

C) "IMPACT'TYPE TREATMENT (TRATAMIENTO TIPO CHOQUE). 

D) CAPABLE OF APPLYING TWO SIMULTANEOUS INJECTIONS OF 5 PPM EACH. 
THE CHLORINE WILL BE STORED IN LIQUID FORM. THAT WILL REQUIRE 
THE INSTALLATION OF EVAPORATORS, CHLORINATORS, INJECTORS, 
DIFFUSORS, SUPPORTS (SOPORTES), WATER PUMPS, AUTOMATIC CONTROL 
PANEL, VALVES, TUBING, CONNECTIONS, DETECTION AND ALARM SYSTEM 
AND ACCESSORIES ALL MOUNTED AND PRE-ASSEMBLED ON MOBILE BASES 
(SKID) 

3. EXECUTING AGENCY/PROJECT MANAGER 
ING RAFAEL SANCHEZ 
UNCLASSIFIED 
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DIRECTOR OF THE PLANTA CENTRO PROJECT 
EDIFICIO CENTRO ELECTRICO NACIONAL 
AVENIDA SANZ, EL MARQUES 
CARACAS, VENEZUELA 

4. STATUS OF PROJECT/ANTICIPATED BID DATES: FIRMS INTERESTED IN 
PREQUALIFYING AS SUPPLIERS OF THIS EQUIPMENT MUST PRESENT THE 
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FOLLOWING DOCUMENTS IN SPANISH, ORIGINAL AND TWO COPIES, IN THE: 

SALONES DE ADIESTRAMIENTO 

CUERPO DELANTERO 

EDIFICIO CENTRO ELECTRICO NACIONAL 

AVENIDA SANZ, EL MARQUES 

AT 1000 HOURS ON 16 JUNE 1978: 

A) A STATEMENT OF THE FIRM'S LISTING IN CADAFE’S REGISTER 
OF FIRMS ISSUED BY THE OFFICE OF BIDS AND CONTRACTS OF THE 
DIRECTORSHIP OF INFORMATION AND SPECIAL SERVICES (FIRMS NOT 
LISTED IN THE REGISTER SHOULD CONTACT THAT OFFICE ROOM 7-02 

IN THE EDIFICIO CENTRO ELECTRICO NACIONAL IN ORDER TO REGISTER). 

B) COMPLETE TECHNICAL INFORMATION OF EQUIPMENT AND 
ACCESSORIES. 

C) THEST DATA ON EQUIPMENT SIMILAR TO THAT WHICH THE FIRM 
INTENDS TO OFFER. 

D) INFORMATION REGARDING ESTIMATED MANUFACTURE TIME 
FOR THE EQUIPMENT (NORMAL AND EXPEDITED). 

E) FINANCIAL STATEMENTS OF THE MANUFACTURING COMPANY 
(TO BE SUBMITTED ON CADAFE FORMS 60020-004A 60020-004B 
60020-005, AND 60020-006 WHICH ARE AVAILABLE INOFFICE 7-02 
IN THE CADAFE BUILDING). 

F) LETTER MANIFESTING FIRM S INTEREST IN PARTICIPATING 
IN THIS BID PROCESS. 

5. ESTIMATED PROJECT COST/FOREIGN CONTENT: N/A 

6. COMPETITIVE FACTORS: N/A 
UNCLASSIFIED 
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